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Gov. Cooper In Wilmington To Discuss GenX 

WHQR 

Governor Roy Cooper will be in Wilmington Monday, to discuss how the state can help with the GenX situation. It's been 
almost seven weeks since the ... 


WATCH LIVE: Gov. Cooper to address media after GenX meeting with local leaders - WECT-TV6 
Full Coverage 
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North Carolina pipeline opponents see Gov. Cooper as last 'line of defense' 

Southeast Energy News 

The streams also have another significance: Roy Cooper, Jr., the late father of Gov. Roy Cooper III, grew up fishing and 
catching tadpoles in them, and ... 


® n □ 


Flag as irrelevant 


Cooper Expanding Medicaid Just a Scheme? 

American Lens 

Shortly after being sworn-in, Gov. Roy Cooper announced that he was going to expand Medicaid in North Carolina. This 
announcement looked like he ... 


® n □ 


Flag as irrelevant 


Protecting the open mind 

Washington Times 

Gov. Roy Cooper, a Democrat, still hasn't said whether he will sign it, and must decide by July 30. The law was enacted by 
veto-proof majorities in ... 
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Santee Cooper Proposes Massive Rate Hikes 

FITSNews 

According a proposal advanced by the utility's 12-member governing board - each of whom was appointed by a “Republican” 
governor - rates for the ... 
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FERC environmental review favors Atlantic Coast Pipeline development 

Southeast Energy News 

Roy Cooper's father is a key battleground in the fight over the Atlantic Coast Pipeline, and opponents see the governor as 
their last “line of defense. 
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Iowa's new governor is gaining influence 

Fort Dodge Messenger 

Dan Malloy, Connecticut; Gov. Larry Hogan, Maryland; Gov. Rick Snyder, Michigan; Gov. Roy Cooper, North Carolina; Gov. 
Tom Wolf, Pennsylvania ... 
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